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TO SECSTATE WASHDC 9355 
INFO AMEMBASSY BRUSSELS 

UNCLAS ROME 1642 


E.O. 1 1652: N/A 
TAGS: TECH, ENRG, IT 
SUBJ: BWR REACTORS 

BRUSSELS FOR RUBIN 

REF. : USERDA #086 1 03 1 1 745 ; USERDA #0862 03 1 1 745 

1. IN ACCORDANCE WITH INSTRUCTIONS IN REFTELS SCIATT MET WITH 
ENEL REPS. RESULTS WERE AS FOLLOWS: 

A. ENEL HAS ONE BWR IN OPERATION (GARIGLIANO) AND ONE UNDER 
CONSTRUCTION (CAORSO). 

B. IN 1971 THEY DISCOVERED A SUSPECTED CRACK OF THE NOZZLE AND 
SHUT THE REACTOR DOWN FOR REPLACEMENT AND REWELDING OF THE PIPING 
MATERIAL IN WHICH THE SUSPECTED CRACK WAS LOCATED. 

C. SINCE THEN THEY HAVE MADE COMPLETE INTERNAL AND EXTERNAL 
ULTRA SONIC EXAMINATIONS WITHOUT UNCOVERING ANY SUSPECTED OR 
ACTUAL CRACKS. IN FACT, THEY MAKE AS PART OF AN ANNJAL EXAMINATION 
ALMOST AN IDENTICAL TESTING PROGRAM AS THAT DOUTLINED IN THE 
REFTELS. THEY THEREFORE ARE CONFIDENT THAT THEIR EXAMINATIONS 
ARE SUFFICIENT AND NO FURTHER ONES ARE REQUIRED AT THIS TIME. 
HOWEVER, THEY WILL DISCUSS WITH CNEN THEIR REGULATORY AGENCY. 
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2. THE ENEL PEOPLE MENTIONED THAT THEY COULD NOT UNDERSTAND 
THE DEGREE OF CONCERN EXPRESSED IN REFTELS.VOLPE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR REACTORS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ROME01642 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750041-0353 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750274/aaaacojw.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 75, 75 0311745, 75 USERDA #0862, 75 0311745 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 15 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 5 APR 2003 by RuthemTJ>; APPROVED <09 JAN 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BWR REACTORS BRUSSELS FOR RUBIN 
TAGS: TECH, ENRG, IT 
To: STATE 
Type: TE 
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